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Date: 08-10-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 971 (since 15t" March 2020) 


© Positive Today: 08 # Recovered Today: 02 

4 Death Today: 00 {Active Cases: 55 

S*Y Sample Positivity today: 0.97% R% _ Recovery Percentage: 96.00% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104172 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100006 =. (96.00 % ) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3778 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333. (0.32%) 
5. Number of samples found negative for COVID-19 today: 817 
6. Total number of samples sent for COVID-19 testing today: 701 
7. Total number of cumulative samples found negative since 01.01.2022: 1535424 
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Detailed Status of Sample Tested 


< Negative oe Positive 
Negative ‘ Positive ; 
A Cumulative : Cumulative 
in last 24 Z in last 24 : 
hours eee hours ee 
01.01.2022 01.01.2022 


Haridwar 328346 14070 | 342386 | 
Pauri Garhwal 109538 5595 1512 | Oo | 


Almora 4906 4468 4 4 430 
Bageshwar 2161 2056 0 0 105 
Chamoli 3368 3234 1 3 130 
Champawat 1993 1964 0 2 27 
Dehradun 38913 38209 27 210 467 
Haridwar 14070 13785 8 32 245 
Nainital 13474 13375 11 33 55 
Pauri Garhwal 5595 4537 0 21 1037 
Pithoragarh 2755 2596 1 4 154 
Rudraprayag 3059 2916 1 2 140 
Tehri Garhwal 2624 2160 1 8 455 
U.S. Nagar 9331 8978 0 8 345 
Uttarkashi 1923 1728 1 6 188 
Total 104172 100006 55 333 3778 
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COVID-19 Vaccination 


8th October 2022 


* Sessions Held Today: 526 
* Number of Beneficiaries Vaccinated Today: 5678 
* Total Number of Beneficiaries Partially Vaccinated: 9110190 
* = Total Number of Beneficiaries Fully Vaccinated: 8704652 
*% = Total Number of Beneficiaries Given Precaution Dose: 2087620 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae 7 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘3tbtse | and bose | _ Dose ee base nts race [ise nea 
te a pees eee Coverage | Coverage | Coverage | Coverage | Coverage | Coverage ISHS ene Bose 
Dose Dose Coverage | Coverage Dose 
Almora 20964 15342 29445 24398 384955 359524 6025 6035 9961 9769 94147 2 48 
Bageshwar 10506 9064 14153 13349 186469 173431 2515 2522 2323 2403 61222 9 205 
Chamoli 15250 15189 19751 19736 275409 273052 3988 4025 6494 6641 114818 0 0 
Champawat 11016 9430 13562 13201 185649 175619 2257 2324 7594 7602 47098 0 3 
Dehradun 73805 53272 104551 84770 1585493 | 1498952 37251 36760 30677 31359 428007 387 841 
Haridwar 76503 43312 84227 55230 1524906 | 1474668 17797 17678 48487 48512 354554 10 143 
Nainital 43234 37746 53712 48480 760855 746253 14196 14018 20121 20257 204442 615 223 
Pauri 22869 17932 32765 31138 456667 440281 7927 7954 7109 7209 140516 4 382 
Pithoragarh 16607 12851 23858 21209 329134 320915 4097 4115 8325 8427 73548 8 166 
Rudraprayag 9206 7369 12653 11249 174907 161503 2466 2458 2692 2715 58440 0 0 
Tehri 23874 22417 31380 30787 402447 372218 6254 6320 4932 5059 136729 81 493 
US Nagar 63132 54662 93839 91391 1363468 | 1397461 12509 12640 34817 34115 260670 66 621 
Uttarkashi 13647 11440 18332 17037 237709 229248 3463 3490 5004 5119 113429 150 1218 
Total 400613 | 310026 | 532228 | 461975 | 7868068 | 7623125 | 120745 | 120339 | 188536 | 189187 | 2087620 | 1335 | 4343 


